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1 
This invention relates generally fo motor vehicle 
brake operating means and is directed particular- 
ly fo improvements in the foot pedal for such 
brakes. 
in the operation- of moter vehicles, prticulaïly 
those oï the later models which are equipped with 
highly efficient brakes which take hold quickly 
upon a slight application of pressure upon the 
foot pedal, it is often highly important that the 
brakes be lightly appl-ied to prevent skidding par- 
ticularly when the vehicle is opeTating ai a fait 
speed and the roadway is eithe-wet or icy. Under 
such conditions if the b1ake  pedal is applied 
quickly and with çoo much force the brakes will 
grab or take hold quickly and a skid wiI1 result 
whereas if the brake is lightly applied or is 
pumped lightiy the-vehicle movement can be 
checked without threwing i.t into a sMd. 
An object oï the present invention is to pro- 
vide an attachment for a vehicle brake foot 
pedal which may be used in place ofthe regular 
foot pedal fo depress or more the lever which 
tuates the brakes, only slightl, so. as. fo prevent 
the brakes from closing tightly upon o1 gripping 
the brake drum. 
Another object of theinventiort is to 'ovide a 
device of the charactm« stated vhich can be 
easily and quickly applied to the lever beneath 
the poE'esent foot pedal, withou changing- any of 
the brake adjustment, wherebythe brake can be 
actuated easily and' quickiy with.the auxiliary 
vice but ai the same rime ifs depression beyond 
a predeteïmined position is.pxevented. 
A:aother object of the pzesent invention is to 
provide an auxiliary brake control device of the 
character stated which, in addition fo being so 
designed that it can be. easily-and quic.k-ly applied 
to the brale pedal lever, will not in any voeay in- 
terfere with the normal operation of t2ae regular 
brake pedal but which, when-depressed by the 
foot of the vehicle operator in place of the regular 
brake pdal, wilt cause the mooEement, of the 
regular brake pedal lever but: will limit such 
movemmt so that the brakes, can only be: lightly 
app!ied. 
Other objects and adatgexof the invention 
witl become appar.ent as. the description of the 
ame proceeds and the invention will be best 
u.derstood from a consideratin of the following 
detailed description taken in connection with the 
accompanyi.g draw.ing forming a part of the 
pecification, with the understanding, however, 
tat the i_vention is hot to be limited to the ex- 
act detaiïs of construction shown and described 
since obvious modifications will occur to a person 
skilled in the art. 
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In the drawing: 
Figure 1 is a view. in elevation of the left side 
of a brake pedal showing the auxiliar F pedal 
tached thereto. 
5 Figure 2 is a front view of the structure shown 
in Figure 1. 
Figure 3 is a top plan view of the structure of 
the preceding figures. 
Figure 4 is a view in plan of the mounting and 
10 arm without the-auxiliary pedal:. 
Figùre Sis a sectional v-iev tak.en substantially 
ol the line B--B. of Figure 4, 
Figure  is a view in elevation, of a modified 
form- of the invention shown applied to a brake 
15 pedat. 
Referring now more particulary to the draw- 
ing the numeral  dèsignates a portion of the 
floor board in. a motor vehicle adjacent to the 
regula-r foot operated pedal bywhich the vehicle 
20 brakes are applied. The numeral 2 designaes 
the opening in the floor and the numeral  des- 
ignates the brmke pedal lever x:hich passes 
through the floor opening and whichcarries upon 
its top the pedal or head lB- upon which the op- 
5 erator's foot is placed in the act oî depressing 
the tever to apply the vehicle brakes. 
in accordance with the present invention, there 
is provided a mounting body hich is generally 
designaed. B.» for. attachment to the brake pedal 
30 lever.  : beneath., the head  B which mounting 
comprises a-plate 20having an arcuate recess 2 
in- one end edge, and a cap 4 having an end 
edge-provicted wiçh. a recess. 2B: corresponding to 
the-r.ecess ,-, which-cap .is positioned, against the 
3 said recessed: enct. of: the plate 20: and is secured 
thereto by; screws B. or in any other, suitable 
mariner. The opening 2], which is îormedby the 
coacting recesses 2 and.2B:receives the pedal lever 
g-so-thatwhen the screws 2B:e are drawn up to 
40 tighten:the cap-.-against tle.bady 20 the pedal 
lever :will be firmly gripped._ 
To increase the gripping action so as to main- 
ta', the mounting l) flrmly in position on the 
pedal lever g', a set. screw 2Bcmay be employed 
45 which is etended through the cap 2 in the 
manner illustrated to project into the opening 
27. 
At the.outer end of the plate 20, that is, the end 
opposite from the end. in which- the recess, 22 is 
50 formed there.is formed the rectangular recess or 
slot 2.i the: ira]er OEace of which slot is under- 
cut as indicated at . Positioned in this slot 29 
is an end of an arm l which is pivotally joined 
to the Plate 29 by the pin 2 which passes trans- 
55 versely through the plate and the end of the aïm 
$ ! as illustrated in Figure 4. 
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The inner end of the arm 3, that fs, the end 
in the slot 29, iz beveled as indicated at 3S so as 
to engage the tmdercut face S{} of the slot there- 
by preventing the downward swinging of the 
outer end of the arm 3 beyond the horizontal 
or the plane of çhe plate 20. However, iç will be 
seen that the arm 3  can readfly swing upwardly 
on the pivot pin 32. 
Upon the outer end of the arm 3 fs supported 
an auxiliary pedal 34 which fs suPported at a 
slightly lower elevation than the head 6 of the 
brake pedal and if vill also be seen thaç this 
auxiliary pedal fs positioned to the left of the 
brake pedal but the arm is o£ such length that 
the auxiliary pedal 34 wiI1 hOt engage the ad- 
jacent steering post of the vehicle. 
Direcçly beneath the auxiliary pedal 34 the arm 
31 bas fixed thereto and extending downwaïdiy 
thereïrom the threaded screw or stud ":5 and 
tl-neaded upon the lower end of this stud fs a foot 
rnember comprising an internally threaded sleeve 
35 in which the stud fs engaged, having a-lower 
end head 
The foot member, comprising the sleeve  and 
head 3, s adjusted on and lengthwise of the 
stud or screw 3 and after being adjusted as de- 
sired fs held locked by the lock nut 3.8 threaded 
on the stud 35. 
While the effect of gravity will normally main- 
tain the arm 3 and auxiliary pedal in ifs down 
position, in order fo insure against the auxfliary 
pedal becoming raised and caught or stuck in 
such raised position there fs provided a spring 
which s connected between the lower end of the 
foot sleeve 30 and the underside of the plate 
adjacent fo the pedal lever  4. 
in Figure 6 there fs shown a slight modification 
of the structure above described. In this mod- 
fied construction the plate body fs designated 
2-a and the cap which secures the plate body to 
the pedal lever 14 is designated 24a while the arm 
is designated 3  a. 
In this modified construction, in place of the 
xed stud 3, the outer end of the arm fs provided 
with a threaded bore 4{} in which fs threaded an 
end of a long screw 41. This screw is adjustable 
lengthwse in the bore 4 and fs held in adjusted 
position by a lock nut 42. On the lower end 
the screw fs a foot member .43 and connected with 
ths foot member fs an end of a spring 39a which 
extends upwardly and inwardly and has its other 
end attached fo the underside of the plate 
The arm 3a, of course, carries an auxiliary 
pedal 34a as in the first described structure. 
In the operation of the present device, after 
the device bas been secured fo the brake pedal 
lever af the desired elevation so that the arm 
or 3a extends to the left from the lever, the 
foot member carried upon the underside of the 
arm is adjusted with respect to the floor 6 so 
that when the brake pedal fs in normaI position 
there will be a cleaxancê between the auxiliary 
pedal ,foot member and the floor which, when 
downward pressure fs applied to the auxfliary 
pedal, will permit the brake pedal lever fo be de- 
pressed to a sufficient extent fo lightly apply the 
car brakes, it ill be readfly seen that the arm 
upon which the auxfliary pedal is mounted 
rigid when downward pressure fs applied to 
auAliary pedal but such arm can swing upwardly 
ïreely so that when the foot pedal fs used in 
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4 
normal operation there wfll be no interference 
with its downward movement to the desired ex- 
tent necessary for ïull and firm application of the 
vehicle brakes. 
5 It .will be seen from the foregoing thaç the 
present invention provides a novel auxiliary 
safety pedal for the application of motor brakes 
when the vehicle fs operated on a roadway which 
is wet or may be slippery becanse oï ice or some 
i0 other substance on the roadway which would 
make iç extremely dangerous or hazardous to 
apply the vehicle brakes fo çhe ïullest extent 
which would be possible by the application of 
pressure fo the regular brake pedal. 
15 It will also be readily apparent that the device 
of the present invention can be easfly and qtcMy 
applied to motor vehicle brakes without having 
to make any changes or adjustments in the 
regular brake of the vehicle. 
"0 We claire: 
1. In combinationi a foot brake pedal and an 
auxfliary pedal, a pivot coupling between the 
pedals to permit an upward swinging movement 
of the auxiliary pedal on an axis extending trans- 
25 versely of the direction of the movement of the 
brake pedal, means for limiting the swinging 
movement of the auxiliary pedal downwardly 
relative fo thè brake pedal whereby application 
of downward pressure fo the auxiliary pedal will 
0 force the brake pedal downwardly, a means at- 
tached fo the atxiliary pedal and adjustable 
relative thereto for limiting the downward more- 
ment of the two pedals as a unit upon the applica- 
tion of downward pressure fo the auxiliary 
5 pedal. 
2. In combination, a floor board, a foot brake 
pedal passing therethrough, and an auxfliary 
pedal, a pivot coupling beween the pedals fo 
permit an upwaïd swinging movement of the 
40 auxiliary pedal on an axis extending transversely 
of the direction of the movement of the brake 
pedal, means for limiting the swinging movement 
of the auxiliary pedal downwardly relative to the 
brake pedal whereby application of downward 
-5 pressure to the auxiliary pedal will force the 
bïak pedal downwardly, a stop means for limit- 
ing the downward movement of the two pedals 
relative to the fioor board as a unit upon the 
application of downward pressure to the aux- 
5O fliary pedalæ and means whereby the stop means 
may be adjusted. 
JOHN IICHARD IUSCITO. 
MICHAEL JOHN DAMON. 
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